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1 . REFTEL INFORMED MISSION THAT DECISION ON REQUEST 
FOR $200,000 IN ASSISTANCE FOR LABORATORY EQUIPMENT HAD 
BEEN DEFERRED PENDING COMPLETION OF A SURVEY TO DETERMINE 
EXACT NEEDS. THIS SURVEY HAS NOW BEEN COMPLETED AND A 
FINAL REPORT SUBMITTED TO S/NM AND LAINCC MEMBERS AND 
TO EMBASSY. THE REPORT RECOMMENDS APPROVAL OF $125,000 
IN ASSISTANCE FUNDS TO PROVIDE COMMODITY AND TRAINING AS- 
SISTANCE TO STRENGTHEN THE CENTRAL LABORATORY CAPABILITY 
IN BRASILIA AND PROVIDE BASIC ANALYTICAL CAPABILITY FOR 
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MISSION CONCURS WITH THE REPORT'S RECOMMENDATION. 

2. THE LAINCC HAS RECOMMENDED AND AMBASSADOR VANCE HAS 
APPROVED $125,000 FOR THAT PURPOSE. MISSION AUTHORIZED 
NEGOTIATE PROAG. FISCAL DATA WILL FOLLOW IN SEPARATE 
MESSAGE. KISSINGER 
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